Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


LIMITED OFFICIAL USE 

PAGE 01 LENING 01539 231424Z 
ACTION SY-05 


Message Text 


INFO OCT-01 EUR-12 NEA-11 ISO-00 FBOE-00 A-01 /030 W 

088240 231435Z/43 

P231356ZMAY 78 
FM AMCONSUL LENINGRAD 
TO SECSTATE WASHDC PRIORITY 4328 
INFO AMEMBASSY MOSCOW 
AMCONSUL FRANKFURT 
AMEMBASSY CAIRO 
AMEMBASSY PRAGUE 


LIMITED OFFICIAL USE LENINGRAD 01539 

DEPT EOR A/SY/OPS/FO, A/SY/OPS/T, A/SY/NSU, A/FBO 
MOSCOW FOR RSO 
FRANKFURT RTC, RSS 

E.O. 11652: N/A 
TAGS: ABLD, ASEC 

SUBJ: LENINGRAD FIRE ALARM SYSTEM 

REE: STATE 129328 

1. REFTEL INDICATES ARRIVAL OF CONTRACT ELECTRICIAN 

M. HORAN EXPECTED MAY 27. HOTEL ACCOMMODATIONS HAVE 
BEEN ARRANGED AS REQUESTED. 

2. REQUEST DEPARTMENT FORWARD SECURITY CLEARANCE LEVEL 
(IF ANY) ASAP. 

3. DOES HORAN REPRESENT HONEYWELL AND IS HE MAKING A 
SURVEY OE THE INSTALLATION PRIOR TO CONTRACTING THE 
NON-SECURITY AREA PORTION OP THE INSTALLATION? 

4. SEABEES DICK AND MORROW ARE PRESENTLY INSTALLING 
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FIRE ALARM SYSTEM IN RESTRICTED AREAS. BUCHANAN 
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